Fifty Years of Iron and Steel

graphs had much of their inspiration from these
changes in the method of handling ores. With
them came changes in size, lines and equipment*
These changes were most marked during the
period between 1860 and 1890. In 1850 there
were few furnaces in the country that could
produce 150 tons of iron in a week, and the aver-
age did not reach that figure until about 1865.
In 1890 a furnace at the Edgar Thomson
Works built under the design of Julian Kennedy
and operated under the direction of Captain
Bill Jones, startled the world by yielding 502
tons of iron in one day and 2,462 tons in one
week. That was then believed to be the limit
of production, but it is now quite usual for
stacks to exceed this figure, and there are a few
producing 600 tons perday.

In 1860 the total output of pig iron in the
United States was 821,223 tons. In 1890 it
had risen to 9,202,703 tons. During 1916 there
were made in America 39,434,797 tons of furnace
iron of all grades.

THE  IRON  AND   STEEL  INDUSTRY  IN  THE   SOUTH

The remarkable growth of Iron and Steel
manufacture in the South deserves almost a
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